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Message Text 

LIMITED OFFICIAL USE 

PAGE 01 ANKARA 03765 170759Z 
ACTION XMB-04 

INFO OCT-01 EUR-12 ISO-00 AID-05 EB-07 COME-00 TRSE-00 
OMB-01 CIAE-00 INR-07 NSAE-00 OPIC-03 /040W 

171038Z 035094/15 

R 170710Z MAY 77 
FM AMEMBASSY ANKARA 
TO SECSTATE WASHDC 7523 
INFO AMCONSUL ADANA 
AMCONSUL ISTANBUL 


LIMITED OFFICIAL USE ANKARA 3765 

FOR EXPORT-IMPORT BANK: CLAYTON NORRIS, VICE PRESIDENT 

E.O. 11652: N/A 

TAGS: EFIN, ENRG, BEXP, TU 

SUBJECT: EXPORT-IMPORT BANK LOAN TO CUKUROVA ELEKTRIK 

REE: (A) STATE 91210, (B) ANKARA 3282, (C) ANKARA 3374, 

(D) ANKARA 3443, (E) ADANA 1 16 

TURGIN YEGENAGA, CHAIRMAN, CUKUROVA ELEKTRIK, SAID IN 
TELECON WITH E/C COUNSELOR MAY 16 THAT HE WAS WAITING 
TO SEE WHETHER ANY POSSIBILITY MIGHT EXIST AFTER ELECTIONS 
TO CONTINUE WITH EXPANSION OF MERSIN OIL-FIRED STEAM 
GENERATING PLANT, DESPITE SUPREME COURT DECISION OF MAY 13 
UPHOLDING TEK SUIT. (REE E) YEGENAGA CLAIMED COURT 
DECISION IS AGAINST CLAUSE IN CUKUROVA'S CONCESSION 
WHICH REQUIRES IT TO MAKE NEW INVESTMENTS. HE REPEATED 
HIS REQUEST (REF A) THAT EXIM EXTEND COMMITMENT UNTIL 
END OF JULY. 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 -Jan-1 994 12:00:00 am 
Channei indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: AGREEMENTS, BANK LOANS, CREDIT PROGRAMS, ELECTRIC GENERATORS, INDUSTRIAL PLANTS 

Control Number: n/a 
Copy: SINGLE 

Sent Date: 17-May-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 22 May 2009 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977ANKARA03765 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D7701 74-0998 

Format: TEL 
From: ANKARA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770551/aaaabrnl.tel 

Line Count: 46 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 333dbe92-c288-dd1 1-92da-001cc4696bcc 
Office: ACTION XMB 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 

Previous Classification: LIMITED OFFICIAL USE 

Previous Handling Restrictions: n/a 

Reference: 77 STATE 91 21 0, 77 ANKARA 3282, 77 ANKARA 3374, 77 ANKARA 3443, 77 ADANA 1 1 6 

Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 07-Mar-2005 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2498070 
Secure: OPEN 
Status: NATIVE 

Subject: EXPORT-IMPORT BANK LOAN TO CUKUROVA ELEKTRIK 
TAGS: EFIN, ENRG, BEXP, TU, US, XMB 
To: STATE 
Type: TE 
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